To:  Way,  Steven[way. steven@epa.gov] 

Cc:  Marilyn  Smith[m. smith@erllc.com] 

From:  Matt  Francis 

Sent:  Fri  8/14/2015  12:17:53  AM 

Subject:  FW:  Site  Safety  and  Health  Plan  Gold  King 

Site  Safety  and  Health  Plan  Final  111  With  Aerial  Pic.pdf 


HW  draft  HASP  for  upcoming  work  at  GK  for  your  review. 


From:  Chris  Hassel  [mailto:CHassel@harwest.com] 

Sent:  Thursday,  August  13,  2015  5:21  PM 
To:  Matt  Francis  <m.francis@erllc.com> 

Cc:  Bob  Heeter  <bheeter@harwest.com>;  Jacob  Greenmail  <jgreenman@harwest.com>;  James 
Southcott  <jsouthcott@harwest.com> 

Subject:  Site  Safety  and  Health  Plan  Gold  King 


Matt, 


Please  find  attached  a draft  HASP  for  Gold  King. 


We  have  been  shut  down  at  Standard  so  if  someone  thinks  now  is  the  time  to  install  a portal  I 
have  a few  guys  that  EPA  is  already  paying  for  one  way  or  the  other. 


Chris 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for 
the  use  of  the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended 
recipient  or  the  employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any 
dissemination,  publication  or  copying  of  this  e-mail  is  strictly  prohibited.  Although  this  email 
has  been  scanned  for  malware,  the  sender  does  not  accept  any  responsibility  for  any  loss, 
disruption  or  damage  to  your  data  or  computer  system  that  may  occur  while  using  data  contained 
in,  or  transmitted  with,  this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately 
notify  by  return  e-mail.  Thank  you. 
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